INDEX. 


Atwood, Thomas C. The shipping situation and the construction of the 
Squantum destroyer plant. 1, March. 


Baker, M. N. Meeting water-main costs by assessments for benefits. 186, 
June. 

Barnes, William T. The new ten-million-gallon reservoir of the city of 
Dayton, Ohio. 219, Sept. 

Break in No. 2 hydraulic turbine at Wachusett Power Station, Clinton, Mass. 
WiiuiAM E. Foss. 143, June. 

Brewer, Bertram. Public control over new streets in relation to extension of 
water mains. 436, Dec. 

Brush, Wm. W. Dangerous reduction of insulation resistance in high- 
pressure fire-service motors due to moisture. 337, Sept. 


Dangerous reduction of insulation resistance in high-pressure fire-service 
motors due to moisture. Wm. W. BrusH. 337, Sept. 

DeCrow, D. A. Tests of the Unaflow pumping engine. 535, Dec. 

Dexter Brackett Memorial medal. Award, 1917. 104, March. 
Presentation, 1917. 122, March. 
Presentation, 1918. 356, Sept. 

Drifting sand filtration system in Toronto during 1918. Description, opera- 
tion, and purification effected by Norman J. Howard. 504, Dec. 


Engines for small water works. Henry A. Symonps. 153, June. 


Foss, William E. Break in No. 2 hydraulic turbine at Wachusett Power 
Station, Clinton, Mass. 143, June. 


Hastings, L. M. Some practical uses of rainfall records. 72, March. 

Horton, Robert E. The measurement of rainfall and snow. 14, March. 
Watershed leakage in relation to gravity water supplies. 303, Sept. 

Horton, Theodore. The supervision of public water supplies by the New 
York State Department of Health. 545, Dec. 

Howard, Norman J. Description, operation, and purification effected by 
drifting sand filtration system of Toronto during 1918. 504, Dec. 
Hydraulic fill dams of the Miami Conservancy District. H.S. R. McCurpy. 

389, Dec. 


Lanham, Paul. Some details of water-waste prevention surveys. 287, Sept. 
Longley, Col. Francis F. Water supplies for the American Expeditionary 
Forces, 465, Dec. : 
iii 


iv INDEX. 


Mason, William P. Swimming pool management. 258, Dec. 

McCurdy, H. S. R. The hydraulic fill dams of the Miami Conservancy 
District. 389, Dec. 

Meeting water main costs by assessment for benefits. M.N. BAKER. 186, 
June. 

Metcalf, Leonard. The new ten-million-gallon reservoir of the city of Day- 
ton, Ohio. 219, Sept. 


New England Water Works Association. 
Address by Hon. Cornelius Burns. 379, Sept. 
' Address by President Davis. 105, March. 
Address by President Killam. 110, March. 
Address by President Killam. 252, Sept. 
Address by Lieut.-Col. George A. Johnson. 125, March. 
Address by Mr. Roy S. Smith. 350, Sept. 
Address by Hon. James R. Watt. 349, Sept. 
Election of officers. 109, March. 
Proceedings: . 
December meeting, 1918. 82, March. 
Annual meeting, 1919. 89, March. ; 
February meeting, 1919. 121, March. 
March meeting, 1919.~- 211, June. 
June meeting, 1919. 342, Sept. 
September meeting, 1919. 344, Sept. 
November meeting, 1919. 554, Dec. 
Executive Committee: 
December 11, 1918. 134, March. 
January 8, 1919. 134, March. 
February 12, 1919. 135, March. 
March 12, 1919. 214, June. 
June 25, 1919. 385, Sept. 
August 1, 1919. 385, Sept. 
September 17, 1919. 386, Sept.” 
September 30, 1919. 387, Sept. 
November 12, 1919. 558, Dec. 
Reports: 
Committee on budget for 1920. 560, Dec. 
Committee on grading water works with reference to their value for fire 
protection. 372, Sept. 
Committee on standard specifications for fire hydrants. 99, March. 
Editor. 96, March. ; 
Secretary. 91, March. 
Treasurer. 93, March, 


‘Obituary. 
Charles Henry Baldwin. 138, March. 


| 
‘ 
i 


INDEX. 


Roland Dwight Barnes. 137, March. 
Harvey M. Geer. 215, June. 

T. P. Martin. 218, June. 

John Mayo. 566, Dec. 

Lettice Roderick Washburn. 139, March. 
Rufus Mason Whittet. 216, June. 


Protecting iron and steel standpipes from corrosion. CHARLES W. SHERMAN. 
272, Sept. 

Public control over new streets in relation to extension of water mains. 
BERTRAM BREWER. 436, Dec. 


Rainfall records, some practical uses of. L.M.HastinGs. 72, March. 

Rainfall and snow, measurements of. Rospert E. Horton. 14, March. 

Reservoir. The new ten-million-gallon reservoir of the city of Dayton, Ohio. 
LEONARD METCALF and WILLIAM T. BARNES. 219, Sept. 


Schoharie development Catskill water supply system for New York City, 
J. WaALpo SmitTH. 257, Sept. 

Sherman, Charles W. Protecting iron and steel standpipes from corrosion. 
272, Sept. 

Shipping situation and the construction of the Squantum Destroyer Plant. 
Tuomas C. Atwoop. 1, March. 

Smith, J. Waldo. Schoharie development Catskill water supply system for 
New York City. 257, Sept. 

Supervision of public water supplies by the New York State Department of 
Health. THEODORE Horton. 545, Dec. 

Swimming pool management. WILLIAM P. Mason. 458, Dec. 

Symonds, Henry A. Engines for small water works. 153, June. 


Twenty-sixth Engineers — Water Supply Regiment —A. E. F., History of. 
569, Dec., Sect. 2. 


Unaflow pumping engine, Test of the. D. A. DECrow. 535, Dec. 


Watershed leakage in relation to gravity water supplies. Rosert E. Horton. 
306, Sept. 

Water supplies for the American Expeditionary Forces. Col. FRANCIS 
F. LoncLey. 465, Dec. 

Water-waste prevention surveys, some details of. Paut LANHAM. 287, 
Sept. 


‘ 
¥ 


